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Status as on Date: 28-05-2020 





e Total Number of COVID-19 Positive Cases: 500 


e Total COVID-19 additional Positive cases detected after release of Health 


Bulletin (28.05.2020, 2:00 PM) : 07 (Seven) 


District wise Distribution of COVID-19 Positive Cases 


Total Number of ; 
as Travel History 
Positive cases 


01-Patient admitted in AIIMS Rishikesh 
for treatment of Spinal injury, 
Dehradun 01-Maharashtra, 
01-Identified during contact of Positive 
case 





01-Cancer patient taking treatment in 
Delhi for last 4 months, went to a 
private hospital for treatment in 
district Nainital on 20° May 2020. The 

01 hospital sent the sample of the 

patient to a private lab on 26" May 
2020. Today, the patient died and the 
sample tested positive for COVID-19. 
The actual cause of death is awaited. 


